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ST.  PETER'S  CATHOLIC  CHURCH 
Eighth  and  Grace  Streets 
Richmond,  Va. 

Erected  in  1834  and  until  19C6  was  the  Cathedral 
of  the  Diocese  of  Richmond.  The  adjoining  build- 
ing houses  the  Rectory,  and  the  Home  of  Rich- 
mond Council  395,  of  the  Knights  of  Columbus. 
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